MARLBOROUGH

He saw at once that the "New Fort" was much stronger than
had been reported and if defended would require a regular
siege. The governor, Sir Edward Scott, rejected the very
favourable conditions that were offered, and, treating with
contempt the threat that he would be hanged if he put the
assailants to the trouble of a formal siege, addressed himself
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to a stubborn defence. The " Old Fort" was less well
equipped, and Marlborough decided to attempt its storm.
Tettau, the Dane, at the head of eight hundred men, was
chosen for this rough task. At dawn on the Friday the
assault was delivered. The garrison proved three times as
numerous as had been reported, but after a fierce and bloody
fight the place was carried. A hundred Irish were killed and
two hundred taken prisoners.
Undeterred by this example, Scott refused a renewed
summons to surrender, answering coolly that he might
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